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niV<6r^6  Richard  L Evans  Today 


by  Del  Van  Orden 
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judentbody  Prexy  - Elect  Gets  Post 
t Convention  of  Pacific  Presidents 


i fore  the  Great  Depression  and 
' even  before  Wall  Street  crashed, 
; long.  long,  ago,  July  15.  1929.  a 
**^e  *r«at  375-voice  choir  began 


Daily  I’niverse  Writer 
Elder  Richard  L.  Evans. . 
known  throughout  the  country  i ‘ 

broadcasting  coa«-to-coast  from 

.STvar  =.  Rriah'am  'h^  Salt  Lake  City  Tabernacle 

I speaker  at. Brigham  Young  Uni  -Those  who  know  the  pro- 
versitys  devotional  services  9 _ , #.v.  i;. 

a m 'r..ga«Hov>  grom  need  no  argument  for  li>- 

a.m.  iuesoa>.  tening  to  it.  or  no  Introduction 

In  tribute  to  Elder  Evans,  who,  1^3  producer  and  commenta- 
i$  a member  of  the  Council  of  Richard  L.  Evans." 

Twelve  Apostles  of  the  Church  1 Serves  Church 

of  Jesus  Christ  of  Latter-day  addition  to  his  work  on 

Saints.  Look  magazine  in  1054  cBS  radio  with  the  "Spoken 
. Word."  Elder  Evans  has  devoted 
[ "Before  the  H-bomb,  before  a lifetime  to  church  service. 
Speaking  of  his  own  election,  1, the  atomic  age.  before  World  in  January.  1936.  he  was  nam- 


..m  Stone,  president-elect  of  ’ British  Columbia  and  Mexico.  rthe  last  six  years,  Stone  report- 
violated  Students  of  Brigham  convention  wasP' 

j.ig  University,  was  elected  University  of  Oregon!  - - 

Mdcnt  of  Pacific  Student  with  General  James  Dean  as  {Stone  said  "I  not  only  sense  the  before  the  ‘long  Presi-,cd  managing  editor  of  the  Im- 

” ^ . ..._j  _._i r'. j I ...  ....  ! a«»n/-v’  n,>r,\'onnont  V*rn  fin  official 

later  in 

1938  he  was  sustained  as  a mem- 
ber of  the  First  Council  of  Sev- 


■nouiiv  wi  rowiiit*  vviui  i-fcaii  usiOiwiiv  »oiu  * iiuw  wiiij'  ac-iisv  luv  — c - - — — ~ 

llidcnts  Association  last  Sat-  featured  speaker.  Stone  reported : great  challenge  which  faces  bency’,  before  Hiller,  before  the  provement  E«.  “h  ° 
J v at  final  meeting  of  the  *bat  "each  delegate  was  made  to  i - , church  organ.  Two  years  u 

J y at  final  meeting  oi  tne  ..neciallv  welcome  hv  i o>  Pfoiident  of  tins  fine  associa  _ 1 1 . 1938  he  was  sustained  as  a 


ir  . . *u  feel  especially  welcome  by  Jim...  , , .a  , 

;))t-long  convention  of  the  Lynch  and  Bud  Titus,  outgoing  »lon,  but  I also  consider  this  elec- 


!'P.  -and  president-elect  of  the  Unl- 

!one  and  Webb  Crockett,  out-  ■ 

g president,  were  official  ■ "I  sincerely  hope  that  next 
gates  to  the  convention  at-  year's  convention  will  be  well 
ed  by  180  students  leaders 
esontlng  more  than  500,000 1 
jrersily  and  college  students 


jl  Schools  Members 
f''veuty  schools  are  members 
[vhe  association.  Representa-f  *dent  of  the  association 
s come  from  Washington, 
gon.  California,  Idaho,  Mon- 
Wyoming,  Colorado,  Utah, 
j]/  .Mexico,  Alaska.  Hawaii, 

r 


univ'ersities  and  colleges  of  the 
Western  States,"  he  said. 


tlon  to  be  a great  honor  and  re- 
cognition for  BYU.” 

As  president.  Stone  will  main- 
ly oversee  PSPA  activities  and 
make  plans  for  the  next  year  s 
convention  to  be  held  at  Uni- 
versity of  Nevada.  Purposes  of{ 


South  Seas  Call, 
Hawaiians  Fix 
Saturday  Show 


j enly,  which  position  he  held  un- 
til 1953  when  he  was  sustained 
I as  a member  of  the  Council  of 
‘ Twelve. 

Writes  Books 

Elder  Evans  has  written  num- 
i erous  books,  ail  exemplfying  bits 
"Hawaii  Calls"  will  be  pre-|^>(  spiritual  thoughts.  Among 


Two  Attend 

Two  former  studentbody  pres- 
idents of  BYU  have  been  presi- 
within 


the  association  are  to  promote ' members  of  the  Brig-  gj.^  this  Same  Hour,' 

good  will  between  member  i ham  Young  University  Hawaiian  : "Tonic  for  Our  Times"  and  "Un- 
schools. discuss  common  prob-  Saturday  at  8:15  p.m.  in  t to  the  Hills.” 

lems  and  promote  good  leader-  Smith  Auditorium,  according  to  i life  of  Richard  L.  Evan.s 


ship. 


BYU  Male  Chorus  Joins 

flights  Remind  Concert  Band  in  Musical 

^ard  Hopeful 
f Friday  Date 


htcrcollegiate  Knights  ser- 
» award  applications  are  due 
lay  at  6 p.m.  in  the  Inter- 
anizational  Council  office, 
ounced  Robert  Bown,  chair- 
a,  service  awards  committee, 
light  awards  are  given  an- 
]Qly  by  the  chapter.  Two  full 
tuition  scholarships  are 
sn  to  outstanding  boy  and 
II  in  service  to  the  school, 
i.ix  other  awards  are  given  for 
> quarter  tuition. 

*unds  for  the  scholarships 
le  from  proceeds  of  movie 
XHint  card  project  the  IK 
pter  conducts  each  year, 
.leadership  and  service  are 
main  basis  for  selection  of 
iners.  Scholarship  is  consid- 
d only  in  the  case  of  close 
npetitlon. 


Cmpositions  by  Raymond  Ful- 1 
ler,  Brigham  Young*  University 
graduate  student,  will  be  featur- 
ed at  the  joint  Concert  Band- 
Male  Chorus  concert.  Wednes- 
day at  8:13  p.m.  in  Smith  Audi- 
torium. 

Fuller,  who  is  working  on  his 
master  of  arts  degree  in  music 
theory  and  composition,  will 
have  his  thesis  composition, 
"Concerto  for  Piano  and  Cham- 
ber Band,”  performed  with 
Carl  Fuerstner  as  piano  soloist. 
His  new  chorus,  ‘The  Tiger,” 
will  also  be  pierformed  by  the 
Male  Chorus  under  tlie  direction 
of  Ralph  Woodward. 

Other  chorus  numbers  to  be 
performed  are  Thomas  Jeffer- 
son’s "The  Testament  of  Free- 
dom" set  to  music  by  Randall 
Thompson. 

Otto  Nicolai’s  overture  to 
"The  Merry  Wives  of  Windsor" 
will  be  played  by  the  concert 


band  along  with  "Tulsa."  a des- 
criptive tone  poem  by  Don  Gil- 
lis  which  portrays  the  early  set- 
tling and  frontier  life  of  Okla 
homa. 

Concert  Band  will  be  under  | 
the  direction  of  Ralph  Laycock.  1 


Keith  Price,  publicity  manager  j,  g„  example  to  the  youth  of 
for  the  show.  I Zion.  Industry,  integrity,  hon- 

Approximately  30  students  esty,  devotion  to  truth,  w'llllng- 
from  Hawaii  will  be  in  the  show,  ness  to  sacrifice — these  and 
The  story  will  revolve  around  i other  virtues  mark  this  man  of 
the  growth  of  Hawaii  through  ; real  distinction,"  said  a news  re- 
the  ages.  Tropical  foliage  and  a ; lease  received  by  the  Daily  Uni- 
grass shack  will  provide  atmos-  ’ verse. 

phere  for  the  musicians  and!  in  1933  the  church  leader  was 
dancers  performing  in  the  show,  j married  to  the  former  Alice 
■ Edith  Kahoilua  is  chairman  of  j Ruth  Thornloy.  They  have  four 
the  program.  Carol  Ragohton,  | children. 

Howard  Okimoto,  Sammy  Kc-  j His  other  activities  include 
kauoha.  Keith  Price.  Puanani  feature  writer  for  King  Fealurw 
, Naumu.  Robert  Uyehara  and  Syndicate,  director  of  David  W. 
j Scott  Orrock  are  working  on  the  Evans  Advertising  Agency 
' director  of  Temple  Square. 


and 


leep  Nixon’s  Life  Threatened, 
ays  U.S.  Secret  Service  Chief 


iVASHINGTON,  (INS)— U.  E. 
ughman,  chief  of  the  U.S. 
ret  service,  said  Monday  he 
1 received  reports  that  an  as- 
sinatlon  attempt  will  be  made 
Vice  President  Richard  M.j 
icon  during  his  South  Ameri- 
1 tour. 

13S  Club  Presents 
;thereal  Romance 
Upcoming  Show 

Drusilla,"  Lambda  Delta  Sig- 
s assembly,  will  be  presented 
the  studentbody  Thursday  at 
.m.  in  the  Smith  Fieldhouse. 
Tie  story  tells  of  a fairy  maid- 
who  falls  in  love  with  a mor- 
princo.  She  ventures  Into  the 
rtal  world  with  him  only  to 
chased  back  into  the  fairy 
.gdom  by  hounds. 

Ilo-chairmen  for  the  show  are 
riana  Crowther  and  Karen 
11.  Betty  Clark  is  in  charge  of 
;sic  with  Dean  Bean  doing  the 
ireography  work.  Bob  Lord 
doing  props  with  Phil  Speck- 
in  charge  of  sound. 

'Corine  Hansen  will  play  the 
rt  of  Drusillia  and  Gordon 
rrell  wUl  play  the  mortal 


Baughman  said  the  informa- 1 
tion  came  "indirectly”  to  his  of- 
fice, but  that  he  could  not  "con- 
firm, or  deny,  or  verify”  it. 

He  added  that  "this  is  the  kind 
of  thing  you  have  to  take  seri- 
ously." 

According  to  the  reports,  the 
assassination  attempt  is  suppos- 
ed to  be  made  when  Nixon  visits 
Venezuela.  The  vice  president  is 
to  arrive  in  Caracas  Tuesday. 

Baughman  said  that  so  far  the 
Venezuelan  police  have  shed  no 
light  on  the  reports. 

The  secret  service  chief  said 
the  reports  of  the  plot  against 
tlie  vice  president  were  attribut- 
ed to  "a  former  agent,  Frank 
Barry."  He  said  Barry  is  now 
"somewhere  in  Washington." 

Baughman  added  that  the 
"Commies  are  supposed  to  try 
and  get  some  student  to  take  a 
pot  shot  at  Nixon.” 

He  said  the  secret  service  has 
"received  quite  a bit  of  informa- 
tion about  possibly  throwing 
things  at  the  Vice  President.” 

A group  of  rioting  students 
stoned  Nixon  during  his  recent 
stop  in  Peru,  grazing  him  on  the 
neck  with  one  of  them.  A secret 
service  agent  had  one  of  his 
teeth  chipped  by  a rock. 


GRAD’S  MUSIC  FEATURED-Male  Chorus 
under  Ralph  Woodward  and  the  Concert 
Band  directed  by  Ralph  Laycock  combine 
talents  to  present  the  thesis  composition 


of  Raymond. Fuller  as  well  as  semi-clas.sics. 
Concert  presentation  will  start  at  8:1.)  p.m. 
in  the  Joseph  Smith  Auditorium. 


"•xploring  the  Universe  . . . 

Starkweather  Denies  Caril  Guilt; 
Ike  Proposes  Foreign  Travel  Aid 


LINCOLN,  Neb.,  (WS)  Accused 
mass  slayer  Charles  Starkweath- 
er in  a letter  to  his  parents  af- 
ter his  capture  said  his  girl 
friend.  Caril  Ann  Fugate,  had 
no  part  in  the  killing  of  11  per- 
sons. The  letter  was  introduced 
in  the  Starkweather  trial  Mon- 
day. 


WASHINGTON,  (INS)—  Presi 
Eisenhower  has  proposed  a step- 
ped-up U.  S.  effort  to  make  in- 
ternational travel  easier  in  the 
interests  of  world  peace  and  of 
bolstering  American  and  other 
economies.  Among  numerous 
proposals  for  easing  travel,  are 
increasing  the  customs  free  dol- 
lar value  of  goods  which  tour- 
ists may  bring  back  to  the  U.S. 
and  extending  the  life  of  a U.S. 
passport  from  two  to  three  years. 

WASHINGTON,  —(INS)—  Five 


major  pharmaceutical  companies 
i were  indicted  Monday  on  anti- 
j trust  charges  in  connection  with 
I the  sale  of  polio  vaccine. 

MO.\B,  UUh,  (INS) — A rescue 
' party  of  small  motor  boats 
churned  through  the  waters  of 
I the  Colorado  River  late  Monday 
I looking  for  at  least  11  boats  and 
31  persons  who  failed  to  com- j 
plete  a 196-mile  excursion  trip: 
over  the  weekend. 


tec  Monday  concluded  public 
hearings  on  President  Eisenhow- 
er's defense  reorganization  plan 
and  will  begin  drafting  a bill  in 
closed  session  Tuesday. 


WASHINGTON,  (INS)—  Pres- 
ident Eisenhower  has  made  it 
known  that  "the  thought  has 
never  crossed  his  mind"  to  can- 
! cel  Vice  President  Richard  M. 
{ Nixon’s  trip  to  Europe  later  this 
[ year  because  of  demonstrations 
against  him  in  South  America. 


WASHINGTON,  —(INS)—  The 
I House  Armed  Services  Commit- 


WASHINGTON,  (INS)  Congress 
Monday  passed  and  sent  to  the 
Whfte  House  a $576,400,000  mil- 
itary  pay  raise  bill  aimed  at 
keeping  highly  skilled  men  in 
the  services  to  man  space-age 
weapons.  President  Elisenhower 
is  expected  to  sign  the  measure 
without  delay. 

SAN  FRANCISCO.  (H6)  The 
nation’s  major  publicly-operated 
mental  hospitals  were  describ- 
ed by  the  president  of  the  Amer- 
ican Psychiatric  Association 
Monday  as  "bankrupt  beyond 
remedy."  He  urged  that  they  be 
"liquidated”  as  soon  as  possible. 


<Paffc  2 


Dally  Unlrersa 


May  13.  19»  i 


Campus  Quickies . . . 

Queen  Candidates  Vie; 
Committee  Seeks  Help 


tclore  than  100  people  are 
needted  for  the  Student  Research 
anid  Information  Committee  for 
neKt  year  announced  Mike  Kirk- 
hatn,  organizer  of  the  committee. 

•Si^  up  sheets  are  in  basement 
■of  Clark  Student  Service  Center. 


QUEENS  TRYOUX 
Rodeo  queen  tryouts  will  be 
held  Wednesday  in  the  lot  north 
of  the  North  Bldg.  Queen  and 
two  attendants  will  be  chosen  to 
reign  over  Western  Week  ac- 
tivities and  will  participate  in 
National  Intercollegiate  Rodeo 
queen  competition. 


TICKETS  AVAILABLE 
Graduation  tickets  will  be 


available  to  graduation  seniors 
May  19  in  Alumni  office  of  Phys- 
ical Plant  Bldg.  Ticl^ts  are  not 
for  reserved  seats  ana  are  limit- 
ed to  4 per  graduate. 


SONGLEADER  MEET 


SENIORS  INTERVIEW 
Class  of  1959  is  seeking  mem- 
4>ch%s  for  its  cabinet  for  next  year. 
Iiifcervujws  for  publicity,  finance, 
social  participation,  class  pro- 
ject, s^or  class  week,  alumni 
and  historian  i^ill  be  conducted 
in  Executive  Council  Room  in 
ba-sement  of  Clark  Student  Ser- 
vice Center  on  Wednesday  and 
Thursday  from  2:30  p.m  .to  5:30 
p.m.  Anyone  interested  but  un- 
able to  attend  interviews  may, 
contact  Ray  EI>-  or  Lily  Alder. 


MAJORS  GET  GRANTS 
Four  seniors  graduating  in 
agricultural  economics  have 
been  awarded  assislantships 
amounting  to  about  $2000  each. 
According  to  Ivan  Corbridge, 
chairman  of  the  department, 
they  include,  Harry  Gambles, 
Sh^on  Lunt  and  Harold  Hiskey 
who  will  attend  Utah  State  Uni- 
versity and  Gordon  Bischoff 
who  will  attend  the  University 
of  Idaho. 


Songleader  aspirants  will  meet 
Wednesday  at  7 p.m.  in  the  base- 
ment of  Heritage  Hall  19  to  re- 
ceive instructions  as  to  practice 
time  and  final  trj’outs. 


Universe  Beard  ‘Expei 
Scans  Whisker  AttempI 


Carol  Ralphs  . • . Competes  for 
national  Dairy  Princess  title. 


Coed  Receives  Princess  Title, 
To  Represent  Utah  in  Nationals 


the  latter 


Carol  Ralphs,  daughter  of  Mr. ! the  state  finals  i 
and  Mrs.  Laverd  Ralphs  of  Fer-  part  of  November, 
ron,  will  represent  Utah  in  na- , Her  attendants  will  be  Sherry 


tional  Dairy  Princess  finals  in 
Baton  Rouge,  La.,  in  October. 


Miss  Ralphs,  a student  of  Brig 
ham  Young  University,  is  cur- 
rently first  attendant  to  Dairy 
Princess  Marilyn  Anderson  of 
Lehi  who  represented  Utah  in 
national  finals  in  Chicago  last 
October. 


The  winner  of  this  competi- 
tion reigns  as  Dairy  Princess  in 
Utah  for  a year  beginning  in  No- 
vember, and  represents  Utah  in 
1959  national  competition. 


Miss  Ralphs  officially  becomes 
Utah’s  Dairy  Princess  on  Sep- 
tember 15  and  wdll  serve  until 


Q^ily  ijntvierse 


Office:  144  Stodeat  Sendee  Center 
rhone:  FRanldin  3-1944,  Ext.  24$7 


PiMfabed  Menday  through  Priday  during  the  academic  year  except  during 
TOCati&n  exammatioa  periods  by  the  Associated ' Students  of  Brigham 
»o«ng  umvOTity.  Second  class  mail  privileges  authorized  at  Provo.  Utah. 
Ao^tered  Sept.  20.  1656,  under  act  ot  lUedi  3.  1879.  Subscription  price  of 
fb.09  per  year. 

EmTORAi, 


®»ITOR^-CHIEF 
Maaaging  Editor  . 
Campu)  Editor 


. BOB  KOENIG 


Bunting,  Kanab,  and  Dion  Fuh- 
riman.  Providence. 


by  Beth  Marchant 
Daily  Universe  Writer 

Brigham  Young  would  prob- 
ably turn  over  in  his  grave  if  he 
could  see  some  of  the  growths 
on  male  Brigliam  Young  Univer- 
sity students  which  are  passing 
as  “beards." 

But  before  going  any  farther, 
just  what  are  beards?  According 
to  the  encyclopedia  they  are 
growths  on  turkeys,  goats  and 
hotno  sapiens.  Turkeys  use  th«n 
to  attract  the  opposite  sex  and 
goats  use  them  for  beauty. 

Homo  sapiens  wear  beards  to 
attract  the  opposite  sex,  repel 
the  opposite  sex.  as  an  escape 
mechanism,  in  Western  Week 
programs  and  as  an  eating  aid 
shown  by  the  following  popular 
song:  “Soup,  soup,  we  all  love 
soup.  Tip  your  bowl  and  drain 
it.  Let  your  wiskers  strain  it. 
Soup,  soup,  we  all  love  soup." 

When  fellows  on  campus  don’t 
have  time  to  eat  before  going 
to  tlieir  7 a.m.  classes,  they  just 
stick  a little  something  in  their 


Former  President  Still  News; 
Truman  Just  Won’t  Fade  Away 


by  International  News  Service 
Out  of  office  but  never  out  of 
action  could  have  been  Harry  S 
Truman’s  motto  for  the  past 
five  years,  two  months  and  25 
days. 

, That’s  how  long  it’s  been  since 
the  Missouri-oorn  former  presi- 
dent strode  through  the  glitter- 
ing north  door  of  the  White 
House  as  the  nation’s  cliief  ex- 
ecutive and  turned  over  his 
mantle  of  power  to  Dwight  Da- 
vid Eisenhower. 

IT  MARKED  the  end  of  20 
years  of  Democratic  presidential 
control — almost  eight  of  them 
held  by  the  farm-reared,  pep- 
pery, one-time  $3-a-week  drug- 
store clerk. 

When  it  w’as  all  over,  he  still 
felt  the  need  to  “do  things.” 
Truman,  bom  nearly  74  years 


ago  on  May  8.  1884  in  Lamar, 
Mo.,  has  in  the  little  more  than 
five  j'ears  after  stepping  out  of 
office: 

Continued  to  be  extremely 
tive  and  a major  power  in  the 
Democratic  party;  written  his 
memoirs;  toured  Europe;  be 
came  a proud  grandfather;  been 
awarded  a Chubb  Fellowship  by 
Yale;  spoljen  throughout  the 
country;  written  for  newspapers; 
rallied  support  behind  the  Eisen- 
hower administration’s  foreign 
aid  program;  built  the  Truman 
Memorial  Library. 

The  candid  former  president 
once  said  no  man  could  have  a 
grander  epitaph  than  one  r^ut- 
edl>'  inscribed  on  a “boothill" 
^ave  at  Tombstone.  Ariz.: 
‘Here  lies  Jack  Williams,  he 
done  his  damndest." 


beards  and  enjoy  it  the  rest 
the  morning  to  the  accomp 
ing  sounds  of  munch,  cruncl^f 
At  BYU  there  are  many'  tyJ  tw 
of  beards.  " ' 

One  type  which  is  quite 
is  the  philosopher’s  beard — lot 
and  flowing.  It  is  used  to  proi 
wisdom.  Wisdom  is  shown  \vh| 
the  mouth  is  kept  closed. 
cause  the  beard  is  so  heavy  i 
hurts  tlie  mouth  to  close  when 
is  opened.  So  those  wearing  tii 
ty'pe  of  beard  naturally  kee 
tlieir  mouths  closed  all  the  tint 
showing  their  wisdom. 

Imitations  of  this  ty^pe 
used  annually  by'  fathers  in  a 
flannels  climbing  down  chin 
neys. 

A second  type  is  that  used]t) 
students  who  “borrow”  leal 
just  before  test  week.  Tliey  gr« 
a short,  scraggly  beard  wUot 
hides  their  identity.  After  “boi 
rowing"  the  test,  they  shave.  N 
one  then  can  know  who  “boi 
rowed"  without  returning. 

A type  which  se^ns  to  deli^ 
coeds  is  called  “south  of  the  boi 
der."  This  is  where  the  hair  lin 
in  front  of  the  ears  is  allowei 
grow  down  about  four  inches 
far.  Although  it’s  more  favorabi 
in  high  schools,  there  are  quit 
a few  at  BYU. 

Incidentally',  this  is  the 

used  by  villians  in  melodn 

They  use  it,  accompanied  by", 
pair  of  greasy  handlebars 
neath  the  nose,  in  hopes  to 
t^act  the  heroine. 

Then  there  is  the  type  wi 
by  most  BYU  males.  It  must 
related  to  chicken  pox  or  meas 
because  it  comes  out  in  splotcl 
— A few  hairs  here  and  ti 
and  one  of  two  on  the  chin, 
reason  most  fellows  wear  11 
type  is  that  tliey  have  not  lej 
ed  to  irrigate  and  cultivate  thfl  : 
older  men  do.  ” 

One  other  type  which  appeafl  , 
on  campus  is  the  goatee,  com2 
moniy  known  as  the  Van  DyU 
beard,  tiiough  why  I don’t  knfri 
as  it  doesn’t  resemble  the 
in  our  ditch  except  for  Hi 
rather  seedy  look  of  both.  \ . 
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FOR  THE  WOMAN  OF 


EXECUTIVE  ABILITY: 


A challenging  job  and  world-wide 
travel  as  an  officer  in  the 
U.  S.  Air  Force 


There  are  few  other  jobs  open  to  today’s  woman  of  execu- 
tive ability  that  offer  the  opportunity  for  responsibility, 
job  equality,  world-wide  travel  and  adventure,  as  that  of  an 
officer  in  the  U.  S.  Air  Force.  Now,  for  the  first  time  in 
years,  the  Air  Force  offers  direct  commissions  to  those  who 
can  qualify'.  If  y'ou  make  the  grade,  you  will  embark  on  a 
career  that  fits  ideally  with  your  talents.  You’ll  have  a , 
chance  to  serve  yourself  while  you  serve  your  country,  as 
well.  Investigate  your  chances  for  a direct  commission  in 
the  U.  S.  Air  Force  today. 


\r 


r. 


MAIL  THE  COUPON  NOW  FOR  FULL  INFORMATION 
ON  YOUR  OPPORTUNITIES  FOR  A DIRECT  COMMISSION. 


u.  s. 

AIR  FORCE 


WAP  Officer  Information,  Dept.  B21, 
Box  7608,  Washington  4,  D.  C. 


Pleue  send  me  more  information  on  ray  opportunities  for  a DIRECT  COMMISSION  in  the 
U.  S.  Air  Force.  I am  a U.  S.  citizen  between  the  ages  of  21  through  33,  unmarried  and  without 
dependents  under  18  years  of  age. 
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Social  Swirl  . . 


Pace  S 


hen  Clues  For  Fiomemakers 


> they  are.  A few  help- 
gathered  through  the 
i^tay  help  out  in  the  kit- 
'or  keeping  food  fresh 
;e,  tasty  in  preparation 
tive  for  serving.  Try 

Uy  will  stay  fresher  long- 
||a  wash,  chop  and  salt  it, 
m a Jar  in  the  refrig- 


|.add  salt  to  turnips  while 
\ cooking  as  salt  extracts 
rtness  from  the  veget- 


d/'  Table  Talk 
Center  Set 


i,'»|  Jan. 
?cota' 


Jan.  — (INS)  — Party 
ration  In  Paris  these 
as  lush,  plush  and  ex- 
. U as  the  “Gay  Nineties.” 

V (nt  exhibition  of  elegantly 
,l  les  showed  that  lace  or 
i]  irio  table  covers,  antique 
i ystal  glass,  sparkling  sil- 
candle  light  are  all  fash- 
ll  for  1958. 

the  supervision  of  Count- 
t 1 ie  Pierre  'Toulouse-Laut- 
ee  style-setting,  Parisian 
;.il  corations  were  exhibited. 

, « les  w'ere  set  for  oysters, 
A Jid  foie  gras  (goose-liver 

irst  table,  set  for  the  oy- 
. >1  5t.  was  covered  by  a silk 
cloth  upon  which  was 
d black  lace  cover.  If  you 
black  lace  mantilla  you 
(1  ie  it  this  way  for  a spec- 
sion. 

[renter  pdece  was  a blue 
'ase  filled  with  pink  roses 
iTte  non-dripping  slender 
.ndles  among  the  flowers, 
lat  and  polished  sea-shells 
!«(]  Instead  of  plates  and 
with  cutlery  boasting 
f-pearl  handles.  Parma 
napkins  of  silk  chiffon 
nother  pastel  touch.  Cut 
glasses  and  a decanter 
led  the  unusual  but  lovely 
table. 

Different  Decor 

n<l  decoration  gave 
[iffect.  The  oval  table  was 
W'iUt  a cloth  of  gold  lame 
-ig  with  heavy  silver 
olders  and  silver  cutlery. 
1 of  white  camellias  fill- 
rnter.  The  plates  were  an- 
lUMiina  with  gold  rims  and 
klecorations  of  blue  Em- 
[Klallions. 

hii'd  table  had  a conser- 
ich  with  a white  damask 
;h  and  Initialed  napkins, 
ing  was  less  conservative 
■ial  dishes  for  caviar, 
je  silver  bowl  for  crushed 
used  as  center  piece, 
of  flowers  four  large  and 
ndles  decorated  the  round 
!Cach  candle  was  shaped 
liii<*k  bamboo  stick  in  viv- 
|i  and  trimmed  with  a sil- 
on  bow  at  its  foot. 

Ireen.  leaf-shaped  ceramic 
ftatttood  special  caviar  cups: 
B»d|red  crystal  bowl  for  ice 
jji tit  cone-shaped  glass  to  hold 
. e i ar  in  the  iced  center.  The 
•itHwas  Just  plain,  solid  silver 
drinking  glasses  were 
crystal. 


4 


ail  Gets  Substitute 

TODAY:  So  you’ve 
off  your  i>ony-tail  and 
>va-ur  beet  guy  is  brooding 
•wTake  heart,  Paris  cout 
irilhave  a solution  in  hand. 
'STOOny-tail  hat,  fashioned 
oiirelvct.  The  cup-shaped 
l>a|i  ie  topped  with  a long 
lil^'feathers  that  whisks  out 
telie  crown. 


)l!Cox  Brothers 
IflCLAIR  SERVICE 

3 W.  1st  N.  - Provo 
UNTS  TO  STUDENTS 


Units  Elect  Officers;  Vikings  Pick  Dream  Girl 


You  can  freshen  wilting  veg- 
etables by  letting  them  soak  In 
a basin  of  cold  water  which  con- 
tains the  juice  of  a lemon  or  a 
tablespoonful  of  vinegar. 

Sprinkle  potatoes  meant  for 
frying  with  a little  flour  before 
cooking  and  they  will  turn  out 
pleasantly  brown. 

* • • 

Leftover  avocado  sections 
won’t  turn  black  if  you  spread 
a thick  coating  of  margarine  ov- 
er the  cut  edges. 

« « • 

You  will  get  more  Juice  from! 

lemon  if  you  drop  it  into  hot! 
water  for  a few  minutes  before  j 
squeezing. 

... 

A little  lemon  Junce  sprinkled' 

1 fresli  peaches  keeps  them! 
from  turning  brown  after  theyj 
are  sliced.  | 

* * * 

Pep  up  prunes  by  allowing 
them  to  soak  in  pineapple  or  oth- 
er fruit  juice  instead  of  water. 
Allow  them  to  stand  as  usual 
until  plump  and  soft. 

• • • 

Sauteed  mushroom.^  get  a new 
and  different  flavor  if  you  sprin- 
kle a generous  dash  of  marjor- 
am over  them. 


by  Nadine  Hall 
Dally  Universe  Society  Writer 
CHANGE  OF  GAVEL— New 
Alcyone  officers  are  Donna 
Schipper,  president;  Carol  Ste- 
vens, vice  president:  Janet  Nims, 
secretary;  Carole  Crose,  treasur- 
er. 

DREIAM  GIRL— Sharlenc  Par- 
duhn,  American  Fork,  was 
crowned  new  Viking  dream  girl 


at  their  dinner  last  weekend. 

CAMI  LOS  HEADS— Karen 
Leishman  will  be  president  of 
Cami  Los  next  year.  Other  of- 
ficers are  Ruth  Stanfield,  vice 
president;  Vicki  Durrant,  secre- 
tary; Sharyn  Sant,  treasurer. 

NEW  PRESIDENT— Voted  to 
lead  O.S.  Trovata  next  year  are 
Rosemary  Andrus,  president, 
Virginia  Roberts,  vice  president 


SUMMER  HOSTESS?  Serve  your  guests  a tall,  cool  drink  that 
will  not  be  filling  but  will  satisfy  the  thirst  often  felt  during  warm 
summer  davs.  Drinks  are  easy  to  prepare  and  nourishing.  Try  a 
variety  of  flavors  available  to  you. 


Set  For  Sun 


Prepare  Cool  Drinks  For  'Summer  Fun'  Mood 


Is  chocolate  milk  the  only  kind 
of  flavored  milk  you’ve  ever 
tried?  If  so,  you’re  missing  an 
extra  refreshing  treat.  There’s 
no  better  time  than  the  present 
to  try  new  flavors  in  milk.  Cocrf 
drinks  arc  the  fashion  right  now 
you  know. 

Flavored  milks  served  with 
luncheon  sandwiches  or  for  a be- 
tween meal  pick-up  are  fun  for 
a change  in  menu.  They’re  also 
good  for  dessert  or  late  evening 
TV  or  afternoon  study  snacks 
when  served  with  cookies. 

Use  your  imagination  in  con- 
cocting a variety  of  these  bev- 
erages. Try  apricot  puree,  citrus 
Juices,  strawberries  or  pineapple 
flavors  in  combination  with 
milk.  There’s  no  limit  to  the 
many  flavors  that  can  mingle 
merrily  with  the  fresh  milk 
flavor. 

Frosted  Apricot  Milk 
4 servings 

Stzcups  well  chilled  milk 

^3  sup  sweetened  pureed  apri- 
cots 


5 scoops  vanilla  ice  cream 
1 teaspoon  lemon  juice 
Mix  Ml  cup  of  milk,  pureed  ap- 
ricots, lemon  juice  and  one  scoop 
ice  cream  together  and  beat  un- 
til blended.  Add  remaining  milk 
and  mix  well.  Pour  into  tall 
glasses  and  add  a scoop  of  ice . 
cream  to  eacli.  ‘ 

Strawberry  Crush^ 

4 servings 

1 cup  sweetened  fresh  crushed 
berries  or  frozen  berries, 
thawed 

4 cups  milk 

Combine  berries  with  milk 
and  mix  well,  Top  with  ice 
cream  if  desired.  Serve  immed- 
iately. 

Pineapple  Mint  Refresher 
4 servings 

Ml  cup  whipping  cream 

2 tablespoons  sugar 

% teaspoon  lemon  Juice 
Dash  salt 

Peppermint  extract 
IH  cups  cold  milk 

cups  cold  pineapple  julqp 
Whip  cream;  add  sugar,  salt. 


and  lemon  juice.  Fold  in  cold 


Gwenn  Abcgg,  secretary;  Bettd 
Payne,  treasurer. 

SPORTS.  SOCIETY  MERGE— 
Judene  Dalebout,  society  editor, 
and  Hartt  Wixom,  sports  editor, 
recently  became  engaged.  They 
are  from  Salt  Lake  City.  He  fill- 
ed a Northern  States  mission. 

JUNE  WEDDINGS— Barbara 
Hickock  and  Richard  Steele  of 
Salt  Lake  City  will  be  married 
June  20  in  the  Salt  Lake  Temple. 

June  20  U the  wedding  date 
for  Sylvia  McDowell,  Walla 
Walla,  Wash.,  and  Alve  Mur- 
dock, Logan.  He  filled  a North- 
western States  mission. 

Planning  a June  wedding  are 
Joan  Hardlsty,  Berkeley,  CaliL, 
and  Marion  Davidson,  Evanston. 
Wyo.,  He  is  a member  of  Delta 
Phi. 

SHOWING  DIAMONDS  — 
Sandra  Smith.  Idaho  Falls,  Ida., 
became  engaged  to  Rnlon  Fair- 
banks, Raymond,  Alberta,  Can- 
ada. 

Another  newly  engaged 
couple  is  Lloyd  Jones.  Lehi, 
and  Joan  Bennion,  Portland. 
Ore. 

Jack  Frost,  Snowflake,  Ariz.* 
gave  a diamond  to  Gloria  An- 
derson, Douglas,  Ariz. 

ENGAGED  COUPLES  — Jo- 
Anne  Anderson,  Long  Beach. 
Calif.,  is  engaged  to  Ed  Thomp- 
son, Salt  Lake  City. 

Carol  Larson,  Blackfoot,  Ida., 
is  wearing  a ring  from  Donald 
Grimaud,  Midvale. 


Take  Steps  Named 
To  Easier  Ironing 

by  International  News  Service 
Uniform  dampness  of  clothing 
easier. 


milk  and  cold  pineapple  Juice:  ironing  easier.  Sorting 

which  have  been  mixed.  Add  and  stacking  like  articles  before 
peppermint  extract  to  taste,  dampening  will  alao  help. 

Serve  at  once  with  mint  leaves 
for  a garnish. 


Hawaiian  Milk  Shake 
4 servings 

1 cup  chilled  pineapple  juice 

Z tablespoons  orange  juice 

1 teaspoon  lemon  juice 
3 tablespoons  sugar 

H cup  chopped  ice 

2 cups  chllied  milk 

Mix  fruit  juices  and  sugar  and 
stir  until  the  sugar  is  dissolved. 
Add  ice,  then  milk.  Shake  vigor- 
oursly  or  beat  until  well  blended 
and  frothy,  Strain  into  talij 
glasses  and  garnish  with  pine-^ 
apple  wedges,  orange  slices  and 
cherries.  | 


Dampen  clothing  with  warm 
water  applied  with  a brush, 
sprinkler,  whisk  broom  or  finger 
tips  and  place  lightly  folded 
clothing  in  a plastic  lined  bas- 
ket. plastic  bag,  or  plastic  sheet. 
Clothing  should  be  allowed  to 
stand  in  containers  at  least  ono 
hour  to  have  moisture  distribut- 
ed evenly. 


Wholvwlt?  R*iall7 
Just  low*ti  priest  in  Provo 

Fisher  Smith  Co. 

282  No.  Univ.  Avo. 


SOCIAL  BRIEFS 


THE  CANADIAN  CLUB  will 
wind  up  its  season  of  activity  by 
holding  a party  at  Saratoga  Park 
Saturday  afternoon.  Members 


desiring  rides  are  asked  to  meet  j held 


Wednesday  at  7:30  p.m.  on  the 
4th  floor  of  the  Eyring  Science 
Center.  Election  of  officers  for 
the  1958-59  school  year  will  be 


in  front  of  605  North  University 
For  additional  information,  call 
FR4-1846. 

CHEMICAL  ENGINEER  SO- 
CIETY brewing  up  meeting 
Wednesday  at  6:30  p.m.  in  2332 
Smith  Family  Living  Center. 
Dean  Hill  to  speak.  Sophomores 
and  freshmen  especially  invited,  j 
CHESS  CLUB  meeting  Wed- 1 
nesday  at  7 p.m.  in  192  North  | 
Bldg.  I 

HAWAIIAN  CLUB  will  meet 


SOUTHERN  STATERS  meet- 
ing Saturday  at  3 p.m.  for  cele- 
bration at  Saratoga. 

SQUARE  DANCE  CLUB  circl- 
ing Wednesday  at  7 p.m.  in  Rain- 
bow Gardens. 


— NOTICE  — 

Notice  is  hereby  given  to  all 
others: 

That  all  unclaimed  lost  arti- 
cles now  in  possession  of  the 
Lost  and  Found  Department  in 
the  Security  Office — and  which  | 
have  been  held  longer  than  six 
months  will  be  disposed  of  by 
the  University  if  unclaimed  by 
the  rightful  owners  ou  or  before 
May  19.  1958. 


NOW  SHOWING! 

Exclusive  Utah  A'alley 
Shawinx 

ACADEMY  AWARD 
WINNER 

‘‘THE  BRIDGE  ON 
THE  RIVER  KWAI” 


Smediey 


ARE  YOU  SURE 
YOU  don't  NEED  A 
MANS  DEODORANT? 


ME 


MertBen  Spray  Deodorant  for  Men  keeps 
on  working  oil  day  long — working  to 
prevent  odor,  working  to  chedc  perspiration. 
For  this  non-stop  protection,  get  Mennen! 

60^  and  *1.00 


WIN  $25!  For  ouch  college  cortoon  tituotien 
submitted  ond  used!  Show  how  Smedloy  gets  the  brushoff! 
Send  sketch  or  description  and  nomo,  oddrost  and  coUego  to 
The  Mennen  Compony,  c/o  “Smediey",  Morristown,  N.  J. 
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by  De!  Van  Orden 

TjRACbk  JU GCrUNG 

Coach  Clarence  Robison’s  juggling  paid  off  in  at  least  two 
events  in  Saturday’s  track  meet  with  Utah  State  Universitj'. 

Half-miler  Oscar  Anderson  showed  His  ability  in  running 
the  440-yard  dash.  Anderson  has  been  running  as  leg  man  in 
the  BYU  mile  relay  all  season.  This  is  the  first  time  that  he 
c:ixled  the  oval  in  the  440  wiiJiout  the  baton.  Anderson  clipped 
oft  the  quarter  mile  only  1.2  seconds  short  of  Western  Division 
record  with  a remarkable  time  of  :49.0. 

In  the  other  juggling  event,  Utah  State*s  Don  Hagen 
was  somewhat  surprised  in  the  last  quarter  of  the  mile  run. 
Hagan  who  won  both  the  Wtestem  Di^dsion  and  Skyline 
Conference  mile  run  titles  last  year,  was  ahead  of  Garj* 
Griffeth  as  they  rounded  the  next  to  last  turn. 

Griffeth  stretched  his  stride  and  came  forth  with  an  extra 
-1.  *ck  to  ace  Hagen  out  by  considerable  distance.  It  w-as  Griffeth’s 
first  mile  this  year  and  he  did  a right  fine  job  of  it. 

CAT  BETTERS  WIN 

Cat  netters  showed  no  doubt  in  their  supremacy  on  the 
coTirts  as  they  knocked  over  the  Ags,  7-0.  After  the  regular 
seven  sets;  which  the  local  squad  win  with  ease,  Utags  chal- 
lenged the  Cougars  to  another  match  in  the  doubles.  However, 
;Ag  hopes  were  in  vain  as  the  rough  BYU  team  notched  out 
the  extra  set  without  difficulty. 

Coach  Buck  Dixon  has  come  a long  way  with  his  rac- 
quet crew.  Five  of  his  six  starters  of  last  year’s  squad  were 
lost  through  graduation  and  missions.  Building  a nucleus 
around  Stan  Ckdlins,  Morrie  Ballif,  Gary  Crandall  and 
Kent  Dunford,  Dixon  has  come  up  with  a front-running 
squad. 

However,  Cougar  title  hopes  this  year  are  pretty  slim  as 
University  of  Utah  possess^  too  much  depth  and  i>ow’er  on 
the  concrete  courts.  The  Utes  beat  BYU  out  last  year  in  the 
Skyline  Conference  tennis  championship  and  are  favored  to 
do  it  again  this  year. 

TOO  BAD 

It’s  too  bad  that  more  fans  don’t  take  the  opportunity 
of  turning  out  to  spring  sports,  BYU  possesses  the  finest  team 
in  the  conference  in  track,  a contendor  in  baseball  and  a 
fast  improving  club  in  tennis.  In  addition  BYU's  golf  team  is 
mie  of  the  finest  college  teams.  But  where  is  the  support  from 
tb-O  fans? 

‘The  chance  is  g<»ie  for  most  local  fans  to  see  their 
senior  favorites  participate  in  further  home  action. 

Although  the  baseballers  play  one  more  local  game,  the 
ciiidermeh  have  wound  up  their  home  stand.  The  chance  to 
see  Oscar  Anderson  grind. out  the  half-mile  in  near  precision 
form  or  miler  A1  Ray  come  forth  with  his  last  lap  kick  or  broad 
jumpers  Ben  Brooks  or  Mel  Wilkes  leap  through  the  air  is 
pone  for  local  fans. 

It's  too  bad  that  more  fans  didn’t  turn  out  for  these 
extents.  • 


ToKalons  Take 
First  in  BYU 
’Mural  Plunge 


Saturday’s  Women  Intramural 
smim  meet  ended  with  ToKalon 
social  unit  sweeping  first  and 
second  in  'every  event.  The  an- 
nual meet,  held  in  the  Park-Ro- 
She  pool,  was  under  the  direct- 
ion of  Nedra  Ricks. 


Placing  behind  ToKalon  were 
Alcyone,  second,  and  Hawaiian, 
third. 


Oweirheard  at  the  Game  . . . 


Giris  Look  ot  Baseball 


by  Carolyn  Harrison 
Sports  Feature  Writer 

A home  run  was  hit  over  the 
left-field  fence  and  onto  the 
grass  up  the  hill.  The  girl  behind 
us  sighed  and  in  a hushed, 
lix’eathy  voice  said,  “Oh  he  must 
have  powerful  muscles  to  hit 
tluit  ball  so  far.” 

This  is  a perfectly  logical  state- 
ment and  the  writer  began  to 
believe  that  the  average  Amer- 
ican girl  is  learning  to  appreci- 
ate the  great  game  of  baseball 
after  all  these  years. 

However,  the  next  comment 
was  a little  less  logical  as  base- 
ball conversation  goes:  “Tell 
me  doesn’t  sliding  into  a base 
get  the  uniforms  terribly  dir- 
ty?” 

“You  Icnow.  this  is  the  great- 
est weather.  I have  been  laying 
out  and  trying  to  get  a tan,  but 
all  E do.  is  turn  red  and  peel. 

Say,  I wonder  why  the  team 
doesn’t  wear  bermudas  to  play 
in?  They  would  be  a lot  cooler 
than  all  that  get-up  they  wear 
now. 

“Tell  me  why  do  some  play- 
ers just  tap  the  ball  about 
half  way  out  to  the  pitcher? 
The  batter  wouldn’t  have  to 
run  so  fast  if  he  would  knock 
it  a long  way. 

“Why  are  hits  that  go  outside 
.the  white  lines  called  fouls? 


KELSCH’S 

For  Finest  in  Shoe  Repair  at 

Randall’s  Shoe  Store 

Shoes  Dyed 


They  go  farther  than  some  of  the 
others.  The  batter  must  not  be 
very  good,  or  maybe  that’s  when 
the  pitcher  throws  a curve. 

“Isn’t  this  guy  who’s  coming 
up  to  bat  a doll? 

“Do  you  suppose  that  boy 
coud  tell  us  what  the  score  is? 
I have  been  wanting  to  get  ac- 
quainted with  him  anyway.  He 
is  in  one  of  my  classes  but  he 
always  sits  with  some  of  his 
friends. 

“Did  you  notice  that  each  bat- 
ter wears  a different  hat  when 
he’s  hitting?  It  must  be  the 
team’s  lucky  hat  or  something. 
Do  all  the  guys  have  the  same 
size  head? 

“I  wonder  what  would  happen 
if  the  umpire  would  get  hit  by 
standing  so  close? 

“Oh  look  who  is  sitting  up 
there  w’ith  the  team!  I haven’t 
seen  him  since  basketball  sea- 
son was  over. 

“Hey  where  is  everyone  go- 
ing? It  must  be  half-time.  I won- 
der what  we’ll  have  for  enter- 
tainment? 

“At  the  end  of  the  game  we 
left.  Our  fashion-snorts  experts 
may  still  be  waiting  for  V.'.:. 
second  half.” 

Oh  yes,  the  home  teem  •won. 


Copping  most  points  in  the  In- 
dependents division  was  Melissa 
Jennings. 


Winners  of  the  respective 
events  were  as  follow’s: 


50  yard  freestyle  LaVerl  Jones 
23  yard  backstroke  Joan  Burt 
25  yard  breaststroke 

Beth  Alene  Judy 
100  yard  freestyle  relay 

Dora  Solina 
Sue  Wilhemy 
Sue  Murdox 
23  yard  freestyle  Geri  Wanlass 
25  yard  butterfly 

Beth  Alene  Judy 
Individual  Medley  Joan  Burt 
Diving  Finalists 

Barbara  Covey  (ToKalon) 
Joan  Burt  (Majors) 
Gail  Bartley  (ToKalon) 


COEDS  HOLD  TRYOUTS 


Coed  softball  tryouts  for 
Sports  Day  in  Logan  May  17 
will  be  held  Tuesday  4-6  p.m. 
on  the  stadium  field.  In  case 
of  rain  Tuesday,  tryouts  will 
be  held  Wednesday  6 p.m.  ac- 
cording to  Miss  Jo  Ann  Cald- 
erwood,  head  of  women’s  in- 
tramural competition. 


Gymnasts  Schedule 
AAU  Provo  Meet 


Smith  Fieldhouse  will  host  the 
Intermountain  AAU  Gymnastics 
meet.  May  15,  according  to  meet 
officials. 


Gymnasts  from  all  intermoun- 
tain high  schools  and  colleges 
are  invited  to  participate,  an- 
nounced William  Hafen  and 
Blauer  Bangerter,  members  of 
Brigham  Young  University  fac- 
ulty, who  will  be  co-chairmen 
of  the  event. 


Competition  will  consist  of  11 
events  including  free  calisthen- 
ics, long  horse,  side  horse,  hori- 
zontal bar,  parallel  bar,  still 
rings,  all  around,  tumbling,  rope 
climbing,  flying  rings  and  tram- 
poline. 


All  entrants  will  be  reequired 
to  hold  amateur  status  and  be 
16  years  of  age  or  older  to  quali- 
fy for  the  novice  meet  according 
to  officials.  AAU  rules  will  gov- 
ern the  meet  and  a light  admis- 
sion fee  will  be  required. 


IS.  ■- 


HURDLER  HASTINGS — Showm  here  taking  high  liur^ 
in  highest  of  form  is  BYU's  Eldon  Hastings  who  piled  u 
points  for  Cats  with  a fii'st  and  second  place,  high  and  lo| 
hurdles,  respectively,  against  Farmers  in  101-30  vf 


Joe  College  knew  Betty  Co-ed. 
Joe  said  to  Betty,  “Let’s  wed.” 
Betty  said,  “ ’Nuff  said!” 


Pro?:/: 


THE  DIAMOND  - of  course 


A Ct 


2.50  North  University  Ave. 

Always  Guaranteed  Quality  and  Honest  Prices 


Classified 


CLASSIFIED  AD  RATES 

Per  Word 


1 time  

05 

2 times  

08 

3 times  

10 

4 times  

12 

5 times  (1  week)  

14 

10  times  (2  weeks)  

24 

20  times  (1  month)  

35 

Are  you  getting  the  best  deal 
on  the 


DIAMOND 

you  intend  to  buy?  See 


Fisher  Smith  Co. 

282  No.  Univ,  Ave. 


10  word  Minimum 


CLASSIFIED  DISPLAY 
Open  Rate  — $1.20  per  col.  in. 

Classified  ads  will  be  accepted 
until  12  noon  each  day  for  pub- 
lication in  the  following  morn- 
vng’s  paper. 


APTS.  FOR  RENT 


BOYS,  secure  modem  apts.  for  falL  Re- 
duced price  for  summer,  near  B.Y.U. 
FR3-5709.  M16 


SHAVER,  CLIPPER  SERVICE 


PROMPT  guaranteed  service.  All ' makes 
electric  shavers,  clippers,  small  ap- 
pliances. THE  SHAVER  CENTER.  30  N. 
2nd  W.  FR  3-1309.  TFN 


RADIO  & TV  SERVICE 


RALPH'S  Radio  & Television,  226  South 
University  Ave.,  Phone  FR  3-4713 
Over  21  years  in  the  same  business. 

TFN 


ALSO  record  players  — ■ Reorders  and 
snuill  electrical  appliances.  Wakefields’. 
78  North  University.  TFN 


4RT  Nesbit’s  Radio  and  T.V..  59  North  3rd 
West  CtOl  FR3-7030.  TPlf 


FOR  SALE  — AUTO 


MUST  SACRIFICE  '55  Ford  convertible. 
Very  low  mileage  and  excellent  con- 
dition. Call  Wayne  after  3:00,  FR  3- 
7231.  M14 


LOST  AND  FOUND 


LOST  long  light  colored  raincoat  in  McKay 
Building  on  2nd  floor,  Thursday.  Please 
call  FR4-1925  if  found.  M15 


FOR  SALE- 


-MIS^ 


WEDDING  dress  ballerina  length, 
.stand-up  collar,  lace  slip  and  ^ 
Size  10  to  12.  FR3-3694.  ^ 


GIRLS,  be  good  to  yourselves.  I 
of  these  ladies  electric  sha\  a.  _ 
following  prices  while  they  last: 
Ronson  and  Sunbeam  R^^^ 
yours  for  59.95.  Kemingtoni^ 
Reg.  $17.50  now  $12.95.  Th^ 
Center.  30  N.  2nd  W,  Provo 


PERSONAL 


SAN  FERNANDCd 
VALLEY  REUNION 
Sat..  May  1 7 8:30  p. 

at  276  E.  4000  N..  Pro^ 
(at  Judge  Whittaker'^ 
GAMES  and  GOODIES 


